PHILIP MORRIS CORPORATE SERVICES INC. 

Rue Joseph II, 166 - 1040 Brussels 
Tel. (02)287.80,11 Fax. (02)287.80.31 

TO : Udo Wolf, PM Germany 

Paul Broeckx, PM Belgium 
Henk van Roode, PM Amstelveen 
Javier Brana, PM Spain 
Florence Castiglioni, SCR Milan 
Frank Farnel, PM France 

FROM : G6rard Wirz 

DATE : 05.09.91 

Subject: National IAQ Standards 


IAQ and ventilation standards currently being drafted 
could threaten the freedom of indoor smoking. The major 
risks include unrealistic ventilation rates for indoor 
areas where smoking occurs and zero tolerances for such 
elements as nicotine. 

Our argument centers on the premise that adequate 
ventilation reduces or eliminate a whole spectrum of 
indoor polluants. The opposite school of thought proposes 
solutions based on source control, in other words, 
eliminate the sources of indoor pollution. 

The two most powerful arguments against source control are 
economic and feasibility. Source control will result in 
tremendous costs because of the wide variety of different 
indoor pollution sources, i.e. computer screens, 
photocopiers, wallpaper, carpets, etc. Secondly, one 
cause of poor Indoor Air Quality is bad outdoor air 
quality. Proponents of source control ignore this problem 
whereas ventilation and proper building maintenance will 
reduce the impact of environmental pollution on indoor 
air. 

Attached you will find a summary of the existing standards 
in your country as well as standards currently being 
developed. Please inform me or Chuck Listr if you have 
any information: 

- to make the summary more complete or accurate 

- to help C&B influence standards underway 

- on new development or opportunities 

- on allies or friends who can help in this field 
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We will keep you informed on any new developments, 
need your input to maximize the returns of 
activities. 

Sincerely yours, 


G6rard 


CC: P. Degola, Intertaba Rome 

Paul Maglione, PMCS 
Stig Carlson, PM EEMA 
Chuck Lister, C&B London 
Tony Andrade, PM EEC 
M. Parsons, PMCS 
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